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Fuel Propane 
Bracket Tank* 


Idle Valve Regulator 
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Nozzle Ignition Switch Trigger 


4S This not-a-flamethrower is used with a flammable product. Failure to comply with these warnings and instructions may result 
in property damage, serious personal injury or death. Do not attempt to operate prior to reading instructions. Review 


instructions and warnings periodically to maintain awareness. The not-a-flamethrower is to be used only with hand-held gas 
cylinders specifically designated for such use. 


“Propane tank not included with purchase 
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SETUP 





Step 1: Unboxing 


e —  QOpen the not-a-flamethrower package and 
inspect the device for any visible damage or 
missing components. 


¢ — The not-a-flamethrower should arrive fully 
assembled. 


{\ Please contact 


yy ™ B@RING comrany ; 
mb data Re — flamethrower@boringcompany.com regarding 
2 any issues. 





Step 2: Adjusting the Regulator 


¢ To prevent the accidental flow of propane 
when the tank is connected, turn the regulator 
knob clockwise until it stops. 
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Step 3: Adjusting the Idle Flame 


° The not-a-flamethrower comes with the idle 
valve pre-opened to a quarter turn. 


° lf the not-a-flamethrower idle is at a different 
position, turn the idle knob clockwise until it 
Stops. 


¢ Then turn the idle knob a quarter turn 
counterclockwise. This will ensure that the 
flamethrower stays lit during operation. 


° The not-a-flamethrower uses a standard 14.1 
oz. (400 g) propane tank. 


e — These propane tanks are available at most 
hardware or automotive stores. Common 
brands include Bernzomatic©, Worthington©, 
Rothenberger©, GoSystems®, and Todays 
Tools©. * 


° Use only 14.1 02. propane tanks with the not- 
a-flamethrower. Using propane tanks not 
intended for the not-a-flamethrower could 
cause harm to the user and the device. 





. 


* Bernzomatic©, Worthington©, Rothenberger©, GoSystems®, and Todays Tools®. are not associated with The Boring Company or the not-a-flamethrower in any way. Propane tank labeling may not be consistent with the image above. 
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Step 5: Attaching the Propane Tank 





Step 6: Mounting the Propane Tank 
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« — Attach the propane tank to the regulator by 
inserting the cylinder head into the regulator 
and rotating clockwise. 


¢ All of the threads will become engaged when 
the cylinder can no longer rotate clockwise. 


¢ — Attach the propane tank to the not-a- 


flamethrower by inserting the fuel cylinder into 
the fuel bracket. 


° Ensure that the tank is firmly seated in its 


mount. 
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Step 1: Opening the Regulator 


Only operate the not-a-flamethrower in a well- 
ventilated area. Review the warnings on page 
10 to avoid potential danger. 


Rotate the regulator knob counterclockwise 
until it stops. This will release fuel from the 
end of the not-a-flamethrower. 


You will hear, and possibly smell, gas hissing 
as it flows out the end of the not-a- 
flamethrower — this is normal. 








Step 2: Ignition 


° Repeatedly press the red ignition switch until 
a flame is lit. You will hear a click with each 
press. 


. When the flamethrower is lit, a small flame 
Should be emitted from the end of the nozzle. 
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Step 3: Troubleshooting 





Step 4: Fire! 
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If you are having trouble lighting the not-a- 
flamethrower, rotate the idle knob 
counterclockwise one quarter turn. This will 
increase the size of the idle flame. 


If the flame is not lit after pressing the ignition 
switch 10 times, rotate the regulator knob 
clockwise until it stops. This will shut off the 
flow of gas to the flamethrower. 


Repeat Operation Steps 1 and 2. 


The idle flame should resemble this image. 


With the not-a-flamethrower lit, squeeze the 
trigger to create a larger flame. 


Hold for up to seven seconds, then release. 
The flame will then go back down to idle. 


Warning: During use, the not-a-flamethrower 
nozzle will become very hot and the black 
coating may burn off — this is normal. 


Do not touch the not-a-flamethrower nozzle 
during or after use, as it could burn you. Wait 
at least two hours or until the not-a- 
flamethrower nozzle is cool before touching 
the nozzle. 


THE 


NOT-A-FLAMETHROWER eat 
OPERATION 





Step 5: Shutoff 


To shut the not-a-flamethrower off, turn the 
regulator knob clockwise until it stops. 


Pull the trigger until all of the propane has 
been purged. This will ensure that no residual 
gas remains in the not-a-flamethrower's 
system. 


Do not touch the not-a-flamethrower nozzle 
during or after use, as it could burn you. 


Wait at least two hours after use or until the 
not-a-flamethrower nozzle is cool before 
touching the nozzle or putting the device back 
in the box. Failure to do so could harm the 
user or melt the box. 





While in operation, the not-a-flamethrower’s 
fuel line will become very cold and create 
condensation — this is normal. 


Z\ Only purge the not-a-flamethrower in a well- 
ventilated area. Review the warnings on page 
10 to avoid potential danger. 
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e Keep the not-a-flamethrower out of reach of minors and anyone who has not read the instructions. 


e Comply with all applicable federal, state, and local laws, including fire and safety regulations. 

e Do not point the not-a-flamethrower toward face, people, animals, or flammable objects. Always have 
a fire extinguisher and a bucket of water nearby when using the not-a-flamethrower, and use a heat 
shield when necessary. 


e Use the not-a-flamethrower only in well-ventilated areas. 


e Do not use the not-a-flamethrower on or near combustibles. Beware of nearby motor vehicles, 
gasoline products, and hidden fuel lines and tanks. 


e Disconnect propane cylinder from the not-a-flamethrower when not in use. 
e Do not use unapproved accessories or fuel. 


e Do not attempt to modify the not-a-flamethrower, including by deconstructing or disassembling the 
product or by attaching additional components. 


e Do not drop or throw the not-a-flamethrower. 

e Do not use the not-a-flamethrower if it is damaged, broken, or leaking. 

e Do not leave the not-a-flamethrower unattended when lit. 

e Do not use the not-a-flamethrower as a cigarette or barbeque lighter. 

e Do not use not-a-flamethrower to strip lead paint. 

e Be careful when using the not-a-flamethrower outdoors. Bright sunlight may make it difficult to see the 
not-a-flamethrower’s flame, and wind may carry the not-a-flamethrower’s heat or sparks in unintended 
directions. 


e The nozzle of the not-a-flamethrower can get extremely hot during use; be careful to avoid burns. 


e Place the not-a-flamethrower on a level surface when connected to the propane cylinder to reduce the 
risk of accidental tip-over. 


e Never attempt to repair the not-a-flamethrower or propane cylinder. Please contact The Boring 
Company at flamethrower@boringcompany.com for guidance. 


e Do not pull the trigger of the not-a-flamethrower for more than seven seconds. 


e Do not operate the not-a-flamethrower for more five minutes at a time. 
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WARNINGS 


e Do not use a flame to check for leaks. Instead, with the regulator open, listen for a hissing sound in 
all of the connections. You should be able to smell and hear gas leaking. Check all joints and 
couplings periodically for loose connections, and do so in a well-ventilated area away from sparks or 
flames. If you believe that you have identified a leak, the not-a-flamethrower must be repaired or 
replaced. The diagram below shows all of the existing connections, joints, couplings, and valves. 


Connection 2 
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Connection 1 ' 





Connection 3 


Materials used in the construction of this device may contain brass (which may contain lead), a 
chemical known to the State of California to cause birth defects or other reproductive harm. 


Combustion by-products produced when using this device contain chemicals known to the State of 
California to cause cancer, birth defects, or other reproductive harm. 
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